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Google Alerts 
roy cooper 

As-it-happens update • October 9, 2017 
NEWS 


HPU Poll finds 70 percent disapprove nation's direction 

Winston-Salem Journal 

Roy Cooper's job performance, and 30 percent disapproved. “Not much has changed in our recent observations of President 
Trump and Gov. 


9 n □ 


Flag as irrelevant 


NC officials deny environmental permit for Atlantic Coast Pipeline 

News & Observer 

Gov. Roy Cooper's administration has rejected an application by Duke Energy and three other energy companies to build an 
interstate pipeline to ... 
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